
Hvac Duct Cleaning Equipment 



HVAC system cleaning (sometimes called air duct cleaning) represents a great business 
opportunity as a stand alone business or as an add-on to an existing business! 

By providing air duct cleaning services you can offer your customers: 

■ Improved indoor air quality (IAQ). Proper cleaning removes the accumulated dirt, debris 
and contaminates. Some of these contaminates can cause poor IAQ resulting in adverse 
health effects. 

■ Lower energy cost. Common sense tells us that a clean HVAC system will operate more 
efficiently than a dirty HVAC system reducing energy consumption. 

These are two very important benefits in today's society! It is in this environment that 
residential and commercial HVAC system cleaning has become and will continue to be a growth 
industry. Our goal at Vac Systems International is to help you take advantage of this 
opportunity by offering you the best value in air duct cleaning equipment, products, and 
services! 



Super Collector El. 5 helps you to maximize your productivity while minimizing your cost! 




The patented Super Collector E2 vfd has evolved over 15 years into the leading portable 
collector for large residential, commercial and industrial projects. The E2 vfd delivers 
unsurpassed performance (suction) to maximize your productivity, very good portability so you 
can get in and out quickly, lowest possible operating/owning cost to maximize your profits, plus 
the option to operates on 110v/60 Hz, 220v/50Hz and 220v/60Hz so it can handle air duct 
cleaning projects around the world! 

Add it all up and nothing else comes close to the performance, cost and value the Super 
Collector El. 5 delivers! 



One stop shop for Coating & Chemicals 




Coating, chemicals and closed cell insulation play an important part in today's air duct cleaning 
and IAQ market place. They give you "proven solutions" that will help you solve the challenges 
you face and help you to better serve your customers. Choose from five coating families, field 
proven chemicals and close cell insulation. The more solutions you can offer your customers the 
more successful you will be. 

Thank you for visiting our air duct cleaning website! 

Vac Systems International has been helping companies and people like you with their air duct 
cleaning needs for over 15 years. We do that by offering a full range of "field proven" air duct 
cleaning products and services that will maximize your cleaning productivity (for maximum 
profits), maximize your cleaning quality (for higher customer satisfaction) and lower operating 
costs (for greater savings). Our sister company is a commercial air duct cleaning contractor 
(since 1987) so we have a lot of "hands-on" experience and knowledge built into our products 
and training. We want to be your partner for the long term so please let us know how we can 
help you to succeed! 

Contact Information: 




Peter Haugen, ASCS, CVI 
President 

11950 Riverwood Dr 
Burnsville, MN 55337 USA 



Phone: 952-808-1619 or 800-597-3955 



For more information please visit 
http://www.vacsysintxom 



